12 VOLT 
AUTOMOBILE 
BATTERY 
OR SEPARATE 
15 VOLT, 
1,5 AMPERE 
CAPACITY 
POWER SUPPLY 


SCHEMATIC OF THE SCHEMATIC NOTES: , aa TRIGGER 


BASING DIAGRAM 


TECTT OM VEER HEATHKIT® 1. RESISTOR VALUES ARE IN OHMS (K=1000), en ee 
) 12-VOLT AUTOMOTIVE RESISTORS ARE 1/2 WATT UNLESS OTHER- 
ooNTER eee DELUXE TIMING LIGHT 
5 2, ALL CAPACITOR VALUES ARE IN uF. 
COLLECTOR Os, G D3 MODEL CI-1040 


BASE 
(CASE) © 3. [_] THIS SYMBOL INDICATES CONNEC- 
TION TO CIRCUIT BOARD. 


4. #% ITEMS NOT ON CIRCUIT BOARD. 


